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: Other correspondence regarding THOMAS lines from 2001 to 2008 

: Thomas, John Arthur Jr — descendants of Ezekial THOMAS (and incorrect 


Borodaeff LM, THOMAS, 1992 

Borodaeff LM correspondence, THOMAS, 1989-1992 

Vital Records — THOMAS 

Census Extracts - THOMAS 

Malkin WE correspondence, THOMAS, 1995-1999 

Booker Dennis, Descendants of John THOMAS, born 1615 
Obituaries, Cemeteries & Miscellaneous information — THOMAS 


ancestors of same) 


: Descendants of Walter Karr and Sarah Thomas — author unknown 
: Surname of Mary, wife of William Thomas, research results 
: My extract of persons with surname of Thomas in the East Jersey Deeds 


1667-1783, includes grantee and grantor plus 2 Wills 


